- 800 Mile Swimmer 


Mr. E.A. (Jake) Jacobson 
recently completed swimming 800 
miles at the Wasatch Community 
Swim Pool on their American Red 
Cross ‘‘Swim and Stay Fit’’ 
program. 

Jake is a retired American oil 
distrutgr and an accomplished 
Metal Eloo, An excellent 
swimmer, he was chosen as the 
“Swimmer of the Year” in 1980 
and has swam during the early 
morning swim program since it 
was started 6 years ago. 

Active in civic affairs he has 
served on the hospital board, the 
Heber City Board of Adjustments, 
and as a Wasatch County 
Commissioner. He plans to swim 
as often as possible. 
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Hospital recently received a donation of Video equipment. 


Harold Smith 


